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perforated steam pipe passing across it and is fitted with a galvanised' steel-
lattice rack and thermometer. This apparatus is illustrated in Fig. 74, while
Fig- 75 shows another view of the steam chest.

By courtesy of Clare's Service.
FIG. 75.     " Wessex " Super Sterilising Chest.

(2) The " Wessex " Steri-Trough. This is a novel idea combining washing
trough and steam chest in one piece of apparatus. Its dimensions allow for the
sterilisation needs of a 20 to 30-cow dairy. A thermometer is provided and the

FIG. 76.
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" Wessex " Steri-Trough..

apparatus is solidly constructed.    An apparatus of a somewhat similar type is
the Gascoigne 3-30 Steriliser.                                                                           ,
(3) The " D.O.C." Sterilising Plant. This plant, manufactured by the Dairy
Outfit Company, consists of a high-pressure tubular boiler and washing-trough
for soaking and rinsing, and is supplied with a steam-turbine bottle brush and